

)WNER'S MANUAL 

TRY IMPORTANT: 

crve BooWc* . Caretu]Iy read this entire manual de/ore using your new Browning iirearm . 



PTT^T^ IVyfATDT^ ^^semiautomatic 

J.Vl^\lvE^ A A .22 CALIBER PISTOL 




NEW GUN OWNERS RECORD 




KEEP THIS RECORD FOR FUTURE REFERENCE 

Browning Mod^l 

Serial N>jmber 
Gauge / Caliber 

Puicbase Price 

Pufc/ia^ed From 

Date of Purchase 



Thank you for choosing a Browning Buck Mark 22. 

Whichever model you purchased — the standard Buck Mark, Micro Buck Marit, Buck MaA 5. 5. or Hi- Performance 
Buck Mark — it is ccrtainlv a gun you an be proud lo own. The Buck Mark 22 is another in a long line of dependable* 
high quality Browning rim fire pistols. Each Buck Mark, .22 caliber, semi-auromadc pistol uses a dependable bicnv-back 
action design with a n.*movablc magazine- John M. Browning invvnied his first semi-automatic pistol in 1894. The Buck 
Mark 22 hu futures that reflect the signinanr improvements and ondnal kkas he contributeo during more* than 25 
years of designing pistols. Since then, me Browning company has produced a variety of models designed for the 
siwrtsman and competitive target shooter. In every sertse, the Buck Mark 22 is a true Browning, Ir gives you the kind of 
shooting enjoyment you’ve come to apcci from the worlds most respeaed gun company. 

With a reasonable amount of care, s*our Buck Mark 22 pistol should gist you many years of dependable, enjoyable 
scr\'ic€. Please fed free to write us immediately if you have any observations r^atding its performana and operation. 
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You Are 

Responsible For 



Firearms Safety. 

As a gun owner, you accept a set of demanding 
responsibilities. How seriously you rake these 
responsibilities can be the difference be ween life and death. 

THERE iS NO EXCUSE FOR CARELESS OR ABUStVE 
HANDLING OF ANY FIREARM. AT ALL TIMES HANDLE 
YOUR BUCK MARK 22 AND ANY OTHER FIREARM 
WITH INTENSE RESPECT FOR ITS POWER AND 
POTENTIAL DANGER. 

PLEASE READ AND UNDERSTAND THE CAUTIONS 
AND PROPER HANDLING PROCEDURES OUTLINED 
IN THIS BOOKLET BEFORE USING YOUR NSW 
FIREARM. 



1 ALWAYS KEEP THE MUZZLE OF YOUR BUCK 
MARK 22 POINTED IN A SAFE DIRECVON. 

Never point any firearm at anything you do not intend 
to shoot. Be extremely alert and aware of all persons 
and property within the range of your 
ammunition. 

2 NEVER RELY TOTA L LV ON YOUR FIREARM S 
MECHANICAL SAFETY'' DEVICE. 

The word “safety" describes a guns block! or 
disengaging mechanism for the tri^n scan hammer 
and/or firing pin. Although mechanical dcN'ices ]dace 
your Buck Mark 22 pistol in a SAFER status, no 
guarantee can be made that the gun will not fire e>*en 
if the “safety” is on the “on safe” position. 

LIKE ANY MECHANICAL DEVICE. A "SAFETY ’ 
CAN SOMETIMES FAIL; IT CAN BE JARRED OR 
INADVERTENTLY MANIPULATED INTO AN 
UNSAFE CONDITION. 

Meehan iai “safeties” merely aid safe gun handling and 
are no excuse for pointing your guns muzzle in an 
unsafe direction. 



While ic is a good idea to “test” your guns mechanical 
“safeties" periodically for proper fenction, 

NEVER TEST IT WHILE YOUR GUN IS LOADED 
OR POINTED IN AN UNSAFE DIRECTION. 

Safe gun handling does not stop with your guns 
mechanical “safet)" devices — it statu there. Always 
treat this pistol with the respect due a loaded, 
ready-to-firc firearm. 

3 DO NOT CARRY YOUR BUCK MARK WITH A 
ROUND IN THE CHAMBER. 

For good safety practice, it is recommended that a 
round not be chambered until immediately before 
your pistol is to be fired. 

4 WHENEVER YOU HANDL E YOUR BUCK MA RK 
22, OR HAND IT TO SOMEONE, MAKE SURE IT IS 
COMPLETELY UNLOADED. 

To fully unload your Buck Mark, you must first 
remove the m^azine, open and lock the slide 
rearward, and visually in^>cct the chamber to be 
cenain it does not contain a cartridge. It is vital that 



you remove the magazine from your pistol so a 
cartridge is not automatically chambered when you 
close the action. Always keep the chamber empty and 
“safety" in (be “on safe" position unless shooting is 
imminent (see page 7 & 1 1 for unloading procedures). 

5 DO NOT TRANSPORT YOUR BUCK MARK 22 
LOADED. 

Keep it unloaded, whether stored in a holster, gun case 
or other container. 

6 HUNVNG FROM ELEVATED SURFACES SUCH AS 
TREE STANDS IS DANGEROUS. 

and may increase the risk of handling a firearm. The 
followlr^ rules should always be observed by you and 
those )xm hunt with: Always make certain that the 
stand being used is safe and stable. Always make 
cerwn that your firearm is unloaded when it Is being 
taken up and down from the stand. Always make 
cenain that your firearm is not drop|x:d from the 
stand, or dropped while it is being taken up or down 
from the stand. Remember, a loaded firearm may 
dbeha^ when dropped, even with the safety in the 
on safe portion. 



7 BEWARB OF BARREL OBSTRUCTIONS. 

When preparing to sHcmd: your pistol, check for a 
barrel obstruct ion as follows: first fully unload the 
pistol by removing the magazme, locking the action 
open and inspecting the chamber. BE CERTAIN NO 
LIVE ROUND IS IN THE CHAMBER. Then glance 
down (he barrel to be sure it is clear of anv 
obstruction. It takes only one small obstruction to 
dangerously increase pressures. Before the first firing, 
clean the bore with a cleaning rod and patch, and wipe 
away any anti* rust compounds in the chamber and 
around the action. 

BE ALERT TO THE SIGNS OF AMMUNITION 
MALFUNCTION. 

If )X)u detect an off sound or light recoil w^en a 
cartridge is fired, do not load another cartridge into 
the chamber. Fully unload by removing the mt^ine 
and removing the cartridge from the chamber. With 
the action open, glance down the barrel to make sure 
that an obstruction does not remain in the barrel. If 
there is an obstruction, completely clear the barrel 



before loading nnd firing again. Failure to fbiknv these 
instructions can cause extensive damage to yoat gun 
and possible serious injury to yourself and others. 

8 BE CERTAIN YOUR PISTOL 1$ UNLOADED 
BEFORE CLEANING. 

Because so many gun accidents occur when a firearm is 
being cleaned, special and extreme care should be taken 
to be sure your gun is unloaded before disassembly, 
cleaning and reassembly. Keep ammunition away from 
the cleaning location. Ne>'er test the mechanical 
function of any firearm with live ammunition. 

9 ALWAYS UNLOAD YOUR PISTOL WHEN NOT IN 
USE. 

Your responsibilities do not end when your firearm 
is unattended. Store your pistol and ammunition 
separately and well beyond the reach of children. 

Take all safeguards to ensure yoiu pistol does not 
become available to untrained, inexperienced or 
unwelcome hands. 

1 0 USE THE PROPER AMMUNITION. 

The barrel and action of this pistol ha>e been made 
with substantial safety ma^ns over the pressures 
developed by established American commercial loads. 



HOWEVER, BROWNING ASSUMES NO LIABILITY 
FOR ACCIDENTS WHICH OCCUR THROUGH THE 
USE OF CARTRIDGES OF NON-STANDARD 
DIMENSIONS OR THAT DEVELOP PRESSURES IN 
EXCESS OP COMMERCIALLY AVAILABLE 
AMMUNfTtON THAT HAS BEEN LOADED IN 
ACCORDANCE WITH STANDARDS ESTABLISHED 
BY THE SPORVNG ARMS AND AMMUNIVON 
MANUFACTURERS INSTITUTE (SAAMI). 

EXAMINE EVERY CARTRIDGE YOU PUT IN YOUR 
BUCK MARK PISTOL. 

Your Buck Mark pistol is designed and chambered for 
22 Long Rifle cartridges only. Browning cannot 
assume any responsibility for the use of unsafe or 
improper arms and ammunition combinations. It is 
ywi responsibiliiy to read and heed all warnings in 
ihb instruction manual and on ammunition boxes. 

1 1 DISCHARGING FIREARMS IN POORLY 

VENTILATED AREAS. CLEANING FIREARMS. OR 
HANDLING AMMUNITION MAY RESULT IN 
EXPOSURE TO LEAD AND OTHER 
SUBSTANCES KNOWN TO CAUSE BIRTH 



DEFECTS. REPRODUCTIVE HARM AND OTHER 
SERIOUS PHYSICAL INJURY. HAVE ADEQUATE 
VENTILATION AT ALL TIMES. HANDS 
THOROUGHLY AFTER EXPOSURE. 

1 2 DO NOT SNAP THE FIRING PIN ON AN EMPTY 
CHAMBER - THE CHAMBER MAY NOT BE 
EMPTY! 

Treat every gun with the respect due a loaded gun, 
though you are certain the gun is unloaded. 

13 KEEP YOUR FINGER AWAY FROM THE TRIGGER 
WHILE UNLOADING AND LOADING - UNTIL YOU 
ARE READY TO SHOOT. 

1 4 BE SURE OF YOUR TARGET AND BACKSTOP. 

Take additional care during low light periods. Know 
the range of t*our ammunition. Never shoot at water 
or hard objeccs. 

1 5 DROPPING YOUR BUCK MARK 22 WHEN 
LOADED CAN CAUSE AN ACCIDENTAL 
DISCHARGE EVEN WITH THE “SAFETY" ON. 

Be extremely arefiil while hunting or during any 
shooting aaivity, to avoid dropping a loaded 
firearm. 
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16 Aimys COMPLETELY UNLOAD VOUP PiSTOt'S 
CHAM&ER BEFORE CROSSiNG A FENCE, 
CLiMBm A TREE. JUMPING A DiTCH OR 
NEGOTiATiNG OTHER OBSTACLES. 

Never place your Buck Mark 22 on a car, or on any 
unstable objeci. 

1 7 /f YOUR BUCK MARK 22 FAILS TO HRE. KEEP 
THE MUZZLE POINTED W A SAFE DlRECTtON. 

Hold this position for a minimum of 30 seconds. 
Carefully open the action and remove the canridge. If 
the rim is indented, the cartridge should be disposed 
of in a way that cannot cause harm. If the rim is nox 
indented, your firearm should be examined by a 
qualified gunsmith and the ouse of the malfunction 
should be corrected before further use. 

1 8 WEAR EYE AND EAR PROTECTiON WHEN 
SHOOTING. 

Unprotected, repeated exposure to gunfire an cause 
hearing damage. Wear hearing protectors (shooting ear 
plugs or mufB) to guard against such damage. Wear 
shooting glasses to protect your eyes from 

(lying particles. Always keep a safe distance between 
the muzzle of your firearm and any persons nearby, as 
muzzle blast, debris and ejecting shells could inflia 
serious injury. Also, wear eye proicaion when 
disassembling and cleaning your pistol to prevent the 
possibility or springs, spring-tensioned parts, solvents 
or other agents from contacting your eyes. 

1 9 BE DEFENSIVE AND ON GUARD AGAINST 
UNSAFE GUN HANDLING AROUND YOU AND 
OTHERS. 

Don’t be timid when it comes to gun safety. If)^ 
observe other shooters violating any of these safety 
preautions, politely suggest safer handling practices. 

20 SUPERVISE AND TEACH FIREARMS SAFETY TO 
ALL MEMBERS OF YOUR FAMILY. 

This is especially important when children and 
nonshooicrs are involved. Qosely supervise newcomers 
to the shooting sports. Encour^ enrolltnent in 
hunring/shooting safety courses. 



21 NEVER DRINK ALCOHOLIC BEVERAGES OR 
TAKE ANY TYPE OF DRUGS BEFORE OR 
DURING SHOOTING. 

Your vision and judgment could be dangerously 
impaired, making yom gun handling unsafe to you or 
to others. 

22 PERIODIC MAINTENANCE - AVOID 
UNAUTHORIZED SERVICING. 

Your Buck Marie 22 is a mechanical device which will 
not last forever, and as sudi, is subject to wear and 
requires periodic inspecrion, adjustment, and service. 
Like all Browning firearms, your Buck Mark 22 should 
be serviod by a Browning Recommended Service 
Center or by Brownings service facility in Arnold, 
Missouri. 

BROWNING CANNOT ASSUME ANY 
RESPONSIBILITY FOR INJURIES SUFFERED OR 
CAUSED BY UNAUTHORIZED SERVICING. 
ALTERATIONS OR MODIFICATIONS OF 
BROWNING FIREARMS. 



Read and heed all warnings in this instruction book, on 
ammunition boxes and with all accessories that you install 
on your firearm. Ic is your responsibility to secure the most 
up-to-date information on the safe handling procedures for 
your Browning gun. Browning assumes no liability for 
incidents which occur when unsafe or improper gun 
accessories or ammunition combinations are used. 

DO NOT. UNDER ANY CIRCUMSTANCE, ALTER THE 
TRIGGER, SAFETY OR PARTS OF THE FIRING 
MECHANISM OF THIS OR ANY OTHER FIREARM. 
FAILURE TO OBEY THIS WARNING MAY RESULT IN 
INJURY OR DEATH TO YOURSELF OR OTHERS. 



BE CAREFUL! 




Fiaure 1-B 




Nomenclature 

In conventional gun tenninolc^, the portion and upward or on top. For general nomendarute refer to 

movement of pistol pares are described as they occur with Figure I -A and l-B. General functions and procedures are 

the pistol horizontal and in normal firir^ position; i^. the illustrated using the standard Buck Matk pistol. Procedures 

muzzle is forward or front; the pistol grip is rearward or unique to an ir^hidual model are illustrated separately, 

rear; the trigger is downward or underneath; the sights aie 
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trie "Safet/' 



Slide In Locked-open Position 




Inspecting the 
Chamber 



Serial Number 

The serial number oF your Buck Mark 22 pistol can be 
found stamped on the left side of the pi$foI> in front of the 
trigger guard. 

General Operation 

Your new Browning is a blow*back operated, setni-auco* 
matic pistol. With the chamber and magazine loaded and 
the safety in the off safe or fire position, the pistol will fire 
a single round with each successive pull of the tri^r until 
the and chamber are empty. The slide of the 

pistol is designed to stay open after the last artrk^ has 
been fired. 

Safety 

The Buck Mark 22 incorporates a thumb operated sear 
block “safety" To put the mechanism “on safe" the slide 
must be fully forward with the hammer cocked. The 
thumb safety lever is then pressed into the recess provided 
for it in the slide (Sec Figure 2). Note; this max ret^uire 
firm pressure. Be sure the lever travels its maximum 
upw'ard movement and is completely eng^d in the recess. 
Although the scar is now blocked, abusive handling such as 
a sharp blow could dislodge the hammer or otherwise 
cause the firing pin to move fo^^vard and discha^ a 
cartridge. 



Slide Stop Open Latch 

When the slide is drawn rearward, the stop open latch can 
be raised to lock the slide in Its open position. With a 
m;^inc loaded into the frame, this latch is automatically 
aauaced to lock the slide after the last shot is fired 
(See Figure 3). 

Removing the Magazine 

To remove the ma^nc simply push the magazine 
release button located on the left side of the frame, behind 
the tri^f- This releases the magazine w'hich can be caught 
with the ocher hand and cxtrKtcd (See Figure 4). 

Loading and Firing 

I At all times while loading, BE CERTAIN THE 
MUZZLE IS POINTED IN A SAPE DIRECTION. 

With the slide locked to the rear, using the stop open 
latch, and with the magazine out of the gun. inspect 
the chamber to be sure it is empty (See Figure 5). 
dose the slide and place the manual thumb “safety" in 
die “on safe" po»(km. 
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Figure 6 




2 Depress the magazines follo^vcr bmcon with the 
thumb of one hand while inserting the cartridges with 
the other hand (See Figure 6). [rucrc the loaded 
magazine into the pistol, being certain that the 
magazine is pressed completely in and b bdng 
retained by the magazine latch. 

3 To load the chamber, move the manual thumb “safety" 
lever down into the “off safe” position and pull the dide 
completely back. Release the slide. It will forward 
under spring pressure and feed the first an ridge from 
the magazine into the chamber (See Hgure 7). 




Figure 7 



Loading tha Chamber 



CAUTION: You will haw observed by cocking the 
pistol that the slide moves rearward about one inch past 
the rar of the frame. In Mooring, neither hand sliould be 
in a position where it could be hit by the slide in its 
rcaward movement. 



DO NOT U$6 UNORTHODOX SIGHVNG 
MSTHOOS WHBRS TH6 PISTOL IS HELD 
CiOSerOTHEEYE. 



THE PISTOL IS NOW READY FOR FIRING. 

4 After pulling the tri^r and firing the artridge» the 
pistol automatially ejects the fired artridge and feeds 
a fresh cartridge from the magazine into the chamber 
ready for a second shot. Thus the shooter may fire the 
pistol until the magazine is empty, merely by pulling 
the trigger for each shot. After the last shot is Bred, the 
stop open larch automatically holds the slide in its 
open or rcarss'ard position. 

5 During reloading, it is recommended that you 
remove the empty magazine, inspect the chamber to 
be sure it is empty, then close (he slide and place the 
manual thumb “safccy" in the “on safe" position. By 
inserting the loaded magazine with the dide closed, 
there is no danger of inadvcncntly (tipping the stop 
open latch and feeding a live canridge into the 
chamber from the magazine. 



Single Shot Loading and Shooting 

If you should wish to (each a ncw’comcr to the spore how 
to shoot with (his pistol, wc recommend single snot load* 
ing during training. However, do not load the single round 
direaly into the chamber. The 
recommended procedure is: 

1 Remove the m^^azine from the pistol. 

2 Inspea the chamber to sure it is empty. 

3 Close the slide and place the manual thumb “safety” in 
the “on safe" position. 

4 Load a ringle round into the magazine. 

5 Insert the m^^ine into the pistol. 

6 When shooting is desired, place the manual thumb 
“safety" in the “off sale” position. 

7 With the finger away from the trigger, cy cle the slide, 
feeding the single round from the magazine to the 
chamber. 
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THE PISTOL IS NOW READY FOR FIRING. 





Buck Mark Silhouelte 



8 




I. It S 
3. ^ O 
cs •: 2 



9 3 



^ p 

s § 

lA •>* • 

r> ^ 

3 "H 
S 3 

rt < 



=r ^ 
o 

S =‘ 

g.cr« 
= "1 
I *1 





5 " 5 > 8 



a P % 

^ I; 

*? 

5 f r 2 . 



‘is'S 

^ 2 S 

^ ^ 3 



5 r 3 * 

I g <jo 

"» 5 o® 

- 3 *- a. a 
2 3 ^ 

^ Si ftS 

S =; o 

t^3-o 
s. s ^ 



BROWNING BUCK MARK — SILHOUETTE & VARMINT MODELS 
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BROWNING BUCK MARK, BUCK MARK PLUS, AND 5.5 22 SEMI-AUTOMATIC PISTOLS 
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Parts List Browning Buck Mark 22 Semi-Automatic Pistol 
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MagamBcdy 


63 


PQS2999 


SiM ^ Pvt SMuete S Si Targe 


26 


P052672 


MagaznBuciOR 


64 


PQ92007 


FHe Urt Sow*, SMueOe I 55 Targe 


27 


POS0620 


f4apUMEjecOr 


6 


7052604 


9* 


29 


POS0S21 


lilagura EjeeOrSenrp 


6 


•P0527SI 


Sbda.Mc»i 


29 


P052673 


Magam FcOww 


66 


POS2799 


SMODWiUM.Nrtel 


30 


POS2674 


MagamUKA 


67 


P052S25 


99 Open U«A AueiiC^ «4h TVKpraa 


30 


P032766 


!4aga2m Laicn. Nicwi 


69 


P050497 


SkvOpenUrtSpiiig 


31 


P052676 


MagaamiaitfiSpmg 


69 


'P053696 


Tnggai 


S2 


P05267? 


Uagair* Spring 


69 


PQ52899 


Trigger $1. iVarnin 


S3 


POS247S 


AHiBpriig 


70 


PQ52697 


Ti^ge gawM U« Soen. Si S vai. 




POS24SO 


Ma<r«onng Plunger 


71 


P05047S 


Ti^Pn.9i3iMwti 


3S 


POW49I 


ReopiSpnng 


Si (SMueea Mod4 1 A. (lAfflM Merai) 



* pvt fw) M ilM br BroHBxg Stme* OipvtiM «■ quM gmfflfth. 
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Unloading 

To remove ihe cartridge remaining in the chamber, be 
certain the muzzle is pointed in a safe direction, raise the 
thumb “safety” lever to its “on safe" position, press the 
magazine release button and withdraw the magazine feom 
the pistol Then move the "safety" to the "off safe" position 
and slowly pull rearward on the dide lo extract ar>d eject 
the cartridge from the chamber. 



INSPECT THE ACTION AND CHAMBER TO BE SURE 
NO LIVE CARTRIDGE REMAINS IN THE PISTOL With 
the mt^ine removed, the stop open latch must be raised 
manually to hold the slide open. 

Sight Adjustment 

Buck Mark & Micro Buck Mark 

All Buck Mark pistols are equipped with Browning Pro 
Ta^et Sights. These precision rear aghis are screw' 
adjustable with 16 clicks per revolution on both the 
elevation and windt^e screw. 

When performing all sight adjustment procedures, 

MAKE SURE YOUR PISTOL IS FULLY UNLOADED. 

Remove the magazine, check the chamber and point the 
muzzle in a safe dlrecrion. 

WINDAGE — To move the point of impact to the tight, 
turn the screw located on the tight side of the sight in a 
clockwise direction {See Figure 8). 



Figure 9 




To move the point of impact to the left, turn the screw in 
a coumerclockuise direction. 

ELEVATION ~To nise the point of impact, turn the 
ekvaiion screw, located just forwurd of the rear sight 
notch, in a counterclockwise diteciion. To lower the point 
ofimpaa, turn the elevation screw in a clockwise direction 
(sec Figure 9). 



Sight Adjustment 

Silhouette & Target 5.5 Models 

When performing all $i^t adjustment procedures MAKE 
SURE YOUR PISTOL IS FULLY UNLOADED. 

RenKnv the magazine, and check the chamber for 
canndges. AKva)'$ point the muzzle In a safe direction 
duringanuaJ adjustments. 

The Silhouette and Ta^c 5 5 also have a fully adjustable 
Brown ji^ Pro Ta^t rear sight with an adjustable front 
post s^ht. Both front and rear sights arc hooded. To adjust 
the sj^ts k is not necessary to remove the front and rear 
sight hoods. 

FRONT SIGHT ADJUSTMENTS — The front 
blade can be adjusted for elevation and for width to 
aco»nmodate more precise sight settings and different 
srarKes. 




BLADE WIDTH — To increase or decicasc (he width of Sight AdjUStiTient 
the blade, loosen the front set screw found on the front of VBrmint Model 

the top sight tib (above the tnude) with the 1/16" Allen Vamiini Model comes ready to accept scope mounts 

wrench (supplied). Insert the slotted from sight adjusting -[i^ rjb designed to fit 

wrench (supplied) into the access hole at the top of the j full-width attaching scretv, Adjust your 

sight hood and rotate the blade up to 90 degrees, to the up,iol sjg|,, according to the instructions 

desired width (See Figure 10). Retighten the set screw with conuined with your scope, 
the alien w^nch. 



BLADE ELEVATION^ V ertical poim of impact an be 
changed by lovvering or raising the front blade. Loosen the 
set screw as explained above. u«ng the slotted 
adjusting wrench, turn the blade clockvi'tse to lo^^‘e^ the 
blade and RAISE the poim of impaa. Turn the blade 
counterclockwise to raise the blade and LOWER the point 
of impact. 



REMOVING THE SIGHT HOODS -- 
If it becomes necessary to remove the sight hoods, 
TAKE SPECIAL CARE TO A)/OiD MARRING THE 
Emm OF YOUR BUCK MARK PISTOL 



The front hood can be removed by sliding It fon''aid off 
the sight base. The rear hood is removed by insert! 
index Bnger inside the hood and pulling up and outward 
on one side of the hood until it conies off. 

(Replace in reverse order.) 



Disassembly 

Buck Mark j Buck Mark Plus Models 

CAUTION: WEAR EYE PROTECTION WHEN 
DISASSEMeUNG AND CLEANING YOUR PISTOL TO 
PREVENT THE POSSIBILITY OP SPRINGS, 
SPRING-TENSIONED PARTS. SOLVENTS OR OTHER 
AGENTS FROM CONTACTING YOUR EVES, 

BE CERTAIN YOUR PISTOL 1$ UNLOADED. REMOVE 
THE MAGAZINE AND INSPECT THE CHAMBER. KEEP 
THE MUZZLE POINTED IN A SAFE DIRECTION 

1 Be certain the muzzle is pointed in a safe direction. 
Remove the m^azine. Draw the slide reanvard and lock 
optn with the stop open latch. Visually inspect the 
chamber to be certain it is empty. Release the stop open 
latch and allow the slide to dose. 

2 Remcrt'e the two sight base screws and lift the sight base 
— with s^hc attached — from the frame. Be carehil 
not 10 lose the two loclas'ashcrs 

(See Figure 11). 
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Figure 12 




CAUTtON: WHEN REINSTALUNG THE REAR SIGHT 
BASE SCREWS MAKE CERTAIN TO REPLACE THE 
LOCKWASHERS. ALWAYS USE THE SIGHT BASE 
SCREW LOCKWASHERS SUPPLIED WITH YOUR 
PISTOL IF LOST, ORDER NEW LOCKWASHERS 
FROM BROWNING. FAILURE TO USE A BROWNING 
SIGHT BASE SCREW LOCKWASHER MAY MAKE IT 
VERY DIFFICULT TO REMOVE THE REAR SIGHT 
SCREW, 



3 Pud slide back approximately ortc inch and lilt the 
recoil rod upward from the slide (See Figure 13). The 
bulTer will usually remain in place in (he slide in from 
of (he recoil post; however, It may stay affixed to the 
end of the recoil rod. In either case, remcrt'e the rod 
artd set aside for cleaning. 

4 Lift ihe slide from the frame. This is sufficient 
disassembly for all practical cleaning and lubrication 
required (See Figure 14 for fully disassembled Standard 
Buck Mark). Further disassembly should be performed 
only by a competent gunsmith or the Browning service 
feciliry. Do nor remove the grips from the pistol, as 
they serv'e to retain and position internal parts. 



Figure 13 




Disassembly 

Silhouette, Varmint & Target S.S models 

Disassembly of the Silhouette^ Varmint and Ta^ei $.5 
models is i^tial to the regular Buck Mark with a few 
minor exceptions. 
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Figure 14 



Remove the S*gM 
Base Rear Screw 



Loosen the Barret 
Mourilu>g Screw 



1 First, remove the forearm (Silhouette Models only). 

To do this, unscrew the forearm screw loaied on the 
bottom of the forearm, in the center. Lift the foreann 
away from the barrel. 

2 Remove the rear sight base scftw' looted behind the 
rear sight (See Figure 14). On Silhouette and Ta^ 

5.5 models the sight hood may have to be removed by 
inserting your index finger inside the hood and pulling 
up and outward on one side of the hood until it 
comes off. (Replace in reverse order.) 



Removing the Barret 



CAUTtON: WHEK REINSTALUNG THE REAR SIGHT 
BASE SCREW MAKE CERTAiN TO REPLACE THE 
LOCKWASHER. ALWAYS USE THE StGHT BASE 
SCREW LOCKWASHER SUPPLIED WITH YOUR 
PISTOL. IF LOST. ORDER A NEW LOCKWASHER 
FROM BROWNING. FAILURE TO USE A BROWNING 
SIGHT BASE SCREW LOCKWASHER MAY MAKE IT 
VERY DIFFICULT TO REMOVE THE REAR SIGHT 
BASE SCREW. 

3 Loosen the barrel mounting screw — found below the 
baml, at the front of the frame — approximately 2 1/2 
turns (Sec Figure 15). 

4 To remove the barrel, pull the slide back about 1/2". 
Then pivot the barrel down and lift the barrel off of the 
frame (See Figure 1 6 ). Set the barrel aside. 



5 Remove the recoil spring and slide, To do this pull the 
slide back approximately one inch and lift the recoil 
rod upward from the slide. The buffer will usually 
remain in place in the slide, in front of the recoil post; 
however, ii may stay affixed to the end of the recoil 
rod. In either case, remove the rod and set it aside for 
cleaning (See Figure 12.) 

6 Lift the slide from the frame. This is sufficient 
disassembly (or all praaical cleaning and lubrication 
required. Further disassembly should be performed 
only by a competent gunsmith or a Browning service 
facilitv. 

Do not remove the grips from the pistol, as they serve 
to retain and position internal parts. 
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Figure 17 Figure 18 





Fiaure 19 



Reassembly 

Buck Mark & Buck Mark Pius Models 



1 Make sure (he buffer is in place on (he recoil po$(. 
The circular projecdon of the buffer fke$ rearward (o 
march its opposing recess in the recoil posr. The hole 
in (he buffer should be on top (See Figure 17). 

2 Replace (he slide on the frame. 



Positioning the 
Recdt Guide 



5 Insert the rear end (pointed) of the recoil rod (hrough 
the hole in (he buffer, and into (he hole on (he recoil 
post (Sec Figure 18). 

4 Slide (he recoil guide back slightly (compressing the 
spring less than 1/8") until the recoil guide can be 
pushed down into the recoil guide recess in the slide. 
Make sure (hat the two beveled edges are up^’ard 
(See Figure 19). 

5 Align (he lockwashers over (he screNv holes in the »ghi 
base. 

ALWAYS use THE SiGHT BASE SCREW LOCK 
WASHER SUPPLIED WITH YOUR 
PISTOL FAILURE TO USE A BROWNING SIGHT 
BASE SCREW LOCKWASHER MAY MAKS IT 
VERY DIFFICULT TO REMOVE THE REAR SIGHT 
BASE SCREW. 

6 Position (he rear sight in place and install the screws. 
(The rear sight base screw is the loiter of the twa) 

7 Check all screws to make sure they arc tight. 



Reassembly 

Silhouette, Varmint & Target 5.5 Models 

1 Make sure the buffer is in place on the recoil post. 

The circular projection of the buffer faces rearward to 
match its opposii^ recess in the recoil post. The hole 
in the buffn should be on top (See Figure 17). 

2 Replace the slide on the frame. 

3 Insen the rear end (pointed) of the recoil rod (hrough 
the h<^ in the buffer, and into the hole on the recoil 
post (See Figure 18). 

4 Slide the recoil guide back slightly (compressing the 
spring (ess than 1/8") until (he recoil guide can be 
pushed down into the recoil guide recess in the slide. 
Make sure that the two beveled edges arc upvard 
(See Figure 19). 

5 Pull (he slide reanvard about 1/2". At the same time 
“tip" the barrel tang into the tang recess in the frame 
(See Figure 20). Pivot the barrel up, and the rear of the 



Figure 20 



Replace the Barrel 
on the Frame 




sighr l>asc downward, until the »ght base comes imo 
alignment with the top of the slide. 

6 Allow the slide to return forward. 

7 Tighten the barrel mounting screw. 

8 Replace the rear sight base screw and locU^ashcr and 
tighten. (On Silhouette and Target 5.5 models repbee 
the rear si^t hood, if it vris remov'cd.) 



ALWA YS use THE SIGHT BASE SCREW LOCK 
WASHER SUPPLIED WITH YOUR PISTOL 
FAILURE TO USE A BROWNING SIGHT BASE 
SCREW LOCKWASHER MAY MAKE IT VERY 
DIFFICULT TO REMOVE THE REAR SIGHT BASE 
SCREW. 

9 Replace the forearm on the barrel (Silhouette and 
Tat^ct 5.5 only). 

Cleaning Suggestions 

WEAR EYE PROTECTION WHEN DISASSEMBLING 
AND CLEANING YOUR PISTOL 

1 Disassemble the pistol as previously described in the 
section tilled “Disassembly" on page 13. 

2 The slide assembly may be cleaned with anv good 
cleaning solvent or light oil and then dried with a clean 
cloth, or preferably blown dean with air pressure, if 
available. Be sure to wear eye protcaion whenever 
cleaning your pistol. 



3 dean the barrel using a pistol cleaning rod with a tip 
and a patch made for 22 caliber pistols. Depending 
on the amount of use, the barrel may need to be 
cleaned with a good quality nirro solvent. Ordinarily 
a light lubricating oil will suffice for this purpose. 

4 Use a small brush to remove din or other foreign 
matter from the other parts of the action. Light I)' 
lubricate all moving parts with a good, light gun oil. 
Use oil sparir^lyt 2 very light Him is sufficient. 
Browning Gun Oil is ideally suited for this purpose. 

5 Frequently inspea your pistol and magazine to 
determine a need for cleaning. Normally, the 
m^azine should be cleaned at least after ever)' 500 to 
1000 rounds. This assures the best operation since a 
certain amount oflubriant and dirt will gradually 
colka in the mechanism. Place the magazine in a 
good gun cleaning solv'cnt and agitate to loosen and 
remov't din and grease. While the magazine is still 
submerged, cycle the magazine follower back and 
forth a few times. Shdcc all excess solvent from the 



magazine and dry with a cloth, or preferabk blow 
clean wiilt air pressure, if available. 

CAUTION: MOST SOLVENTS ARE HIGHLY 
FLAMMABLE. APPROPRIATE SAFETY 
MEASURES SHOULD BE PRACTICED WHEN 
WORKING Wm SOLVENTS. 
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Genera/ SpecWicaWons 



9 


Fidd& 
Buck Mark 


Micro 
Buck Mark 


Ta^5.5 


Silhouene 


Varmint 


Unlimited 


Caliber 


-22 LR 


21 LR 


.22 LR 


.22 LR 


.22 LR 


.22 LR 


Finish 


Mane/ Polished 


Matte/I^lished 


Matte 


Matte 


Matte 


Mane 


Barrel Length 


5 1/2" 


4" 


51/2" 


97/8" 


97/8" 


14" 


Overall Length 


9 1/2" 


8" 


9 5/8" 


14" 


14" 


18 1/8" 


Width 


1 5/16" 


1 5/16" 


15/8' 


1 5/8' 


15/8" 


1 3/8" 


Height 


5 1/4" 


51/4" 


5 5/16" 


5 5/16- 


5 5/16" 


5 5/16- 


Weight Unloaded 


36 oz. 


52 oz. 


351/2CO. 


53 OZ. 


48 oz. 


64 oz. 


Sight Radius 


8" 


61/2" 


81/4" 


12 1/2' 


121/r 


15” 


Rear Sight 


Pro Target 


Pro Ta^et 


ProTa^ 


Pro Target 


0 


Pro Target 


From Sight 


Ramp 


Ramp 


Adjusiablc 


Adjustable 


r 


Adjustable 


Trigger 


Preset 


Preset 


Adjusuble 


Adjustable 


Adjustable 


Adjustable 



'Full length sight base, beveled and grooved for pbiol scope rings. 



Service or Repair 

If' your firearm .should rcc|iiire sor\*icc or rc- 
[>airs. sve suggc.si you first contaci a loctil 
recoin mended 13ro\\Tiing Flreami.s Ser%ice 
Center. Coniaa your Ikowninj; sporting 
goods dealer or call our Serv ice Depart- 
incm for the address of the .Service Center 
nearest you. Olliersvi.se, you may send 
your firearm dlrccil>* lo our own Service 
Department. For teclinicjil qiie.stions about 
your firearm or .service call our Service 
Depanment. 

Browning Service Department 
One Browning Place 
Arnolds Missouri 63010-9406 
Phone: 1-800-322-4626 

Canadian Customers call or write: 

8raivn/n^ Canada Sports Ltd./Ltee, 

5617 Chemin St-Frangois 
St-Laurents Quebec H4S 1 W6 
Phone: (514) 333-7261 



W'lien returning your firearm for servicing, 
you musl do the follovsing: 

a. He .sure it Is a>mpletely unloaded. 

b. Fackage it securely in a cardlx>ard 
container, 

c- Enckxse a letter with your firearm 
that clearly descrilx's the trouble 
experienced and the repairs or 
alterations <lesired. 

d. If convenient, send a copy of the 
letter to us separately, 

e. Never return ammunition with vour 
firearm. It Ls against postal and most 
commerce regulations. 

If you liav e any cjuesiions about this 
manual or alx>ut any other Bn)wning 
prtxJucns. call or write our Consumer 
Information IX*partmeni: 

Browning Consumer Information 
One Browning Place 
Morgan, Utah 84050-9326 
Phone: fiOl) 876-2711 



